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STATINTL 



STATINTL 


Corrected figures for Public Affi&rs Staff - 


per 



this date: 


55 cu ft. 

*9 cu ft 
6 k cu ft 


as of March 1967 

added since March 1967 (includes +h 


STATINTL 

(p £ r HHI 

cu ft*depos«ea 
since July 68) 


■ 6 cu ft destroyed in August 1968 
: SL/'k* " " November 1968 

50 cu. ft. - on hand volume as of 1 January 1969. 
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